DOCKETED ITEMS      61

-9107080187 Insp repts 50-280/91-16 & 50-281/91-16 on 910528-31.No violations
noted.Major areas inspected:snubber surveillance program & follow-up on license
action.

LENAHAN.JJ.,  BLAKE.JJ.   Region   2  (Post  820201).   91/06/24.  5pp.   58347:334-
58347:338.

9106210168  NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58416:188-58416:272.

9106210169 NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152.

9107160331 Forwards summary of meeting re SALP repts 50-280/91-08 & & 50-281 /
91-08.SALP presentation slides & written comments.

EBNETER.S.D. Region 2 (Post 820201). 91/07/02. STEW ART, W.L. Virginia Power
(Virginia Electric & Power Co.). 37pp. 58421:050-58421:086.

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in

Primary-to-Secondary Leak Rate," Svc list encl.
ROSSI.C.E. Division of Operational

Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107160221 Forwards insp repts 50-280/91-14 & 50-281/91-14 on 910512-0608 &
notice of violation.

SINKULE.M.V. Region 2 (Post 820201). 91/07/08. STEWART.W.L. Virginia Power
(Virginia Electric & Power Co.). 3pp. 58419:242-58419:269,

-9107160223 Notice of violation from insp on 910512-0608.Violation noted:failure to
prescribe activities affecting quality by adequate instructions &/or procedures & failure
to identify conditions adverse to quality re reccurrence of events.
SINKULE.M.V. Region 2 (Post 820201). 91/07/08. 2pp. 58419:245-58419:246.

-9107160227 Insp repts 50-280/91-14 & 50-281/91-14 on 910512-0608. Violations
noted.Major areas inspected:plant operations, plant maint.plant surveillance,LER
closeout & licensee self assessment capability.

HOLLAND,W.E.,   BRANCH.M.W.,  YORK.J.W.   Region  2  (Post 820201).  91/07/08.
23pp.. 58419:247-58419:269.

9107190128 Provides notification of completion of long term corrective action for safety-
related pumps for Unit 2,per NRC Bulletin 88-004, "Potential Safety-Related Pump
Loss."

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/07/08. Document
Control Branch (Document Control Desk). 3pp. 58485:106-58485:108.

9107220042 Suppls 881007 response to NRC Bulletin 88-009,consisting of results of
eddy current insps of thimble tube thinning. Insps indicated no detectable degradation
of thimble tubes.

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/07/08. Document
Control Branch (Document Control Desk). 5pp. 58539:329-58539:333.

9107160066 Forwards insp repts 50-280/91-17 & 50-281/91-17 on 910610-14.No viola-
tions or deviations noted.

JULIAN.C.A. Region 2 (Post 820201). 91/07/11. STEWART.W.L. Virginia Power (Vir-
ginia Electric & Power Co.). 3pp. 58418:078-58418:091.

-9107160101  Insp repts 50-280/91-17 & 50-281/91-17 on 910610-14.NO violations
noted.Major areas inspected:ISI activities,design changes & mods.
ECONOMOS.N. Region 2 (Post 820201). 91/07/08. 11pp. 58418:081-58418:091.

9107240273 Informs of 910801 meeting w/util in Rockville.MD to discuss general status
of inservice insp & inservice testing programs.

BUCKLEY.B.C. Project Directorate II-2. 91/07/17. BERKOW.H.N. Project Directorate
II-2. 3pp. 58515:086-58515:088.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

R. Periodic operating reports & related correspondence

9107180313 Monthly operating repts for June 1991 for Surry Power Station Units 1 &
2.W/910715ltr.

NEGRON.MA, STEWART.W.L. Virginia Power (Virginia Electric & Power Co,). 91/06/
30, 23pp,58507:001-58507:023.

S. Reportable occurrences, LERs & related correspondence

9107110074 PNO-ll-91-038:on 910623,12 yr old boy drowned in discharge canal at
facility .Youth was fishing w/relatives prior to slipping into water & had climbed past
signs & around fence that prohibit entry into area.SRO notified.
SCHIN.R. Region 2 (Post 820201). 91 /06/24. 1 p. 58421:262-58421:262,

9107100129 LER 91-005-00:on 910602,reactor coolant sys leakage exceeded tech spec
limits.Caused by mechanical failure of isolation valve.Preparation of design change
has been underway that will install RTDs on main RCS lines.W/910627 Itr,
KANSLER.M.R.  Virginia Power (Virginia Electric &  Power Co,)-  91/06/27.  5pp.
58397:001-58397:005.

Y. Dry Cask Independent Spent Fuel Storage Installations

9107100232 Concludes that apparent discrepancy not safety significant & existing facili-
ty ISFSI Tech Specs adequate as presently specified,

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91706/28. Document
Control Branch (Document Control Desk), 8pp. 58409:001-58409:008.

DOCKET 50-282 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1

F. Security, medical, emergency & fire protection pians

9107020436 Requests & confirms verbal commitment for assistance in performing NRC
assessment of turbine generator bearing lube oil fire hazard & potential impact on
safety related sys.

MASCIANTONIO.A. Project Directorate ltl-1. 91/06/27. PARKER.T.M. Northern States
Power Co. 6pp. 58279:100-58279:105.

9107110289 EPIPs including.Rev 64 to F3,Rev 13 to F3-2,Rev 4 to F3-5.2,Rev 5 to F3-
13.3 & Rev 8 to F3-17.W/910702 Itr.
FEY.F.L. Northern States Power Co. 91/07/02. 120pp. 58409:185-58409:303.

9107170159 Responds to NRC 910611 request for addl info re project to add two addl
safeguards EDG.to upgrade safeguards electrical distribution sys & upgrade CW pump
to become swing safeguards pump.

PARKER.T.M. Northern States Power Co. 91/07/10. Document Control Branch (Doc-
ument Control Desk). 11pp. 58482:272-58482:301.

-9107170172 Rev 1 to WP9000520/1, "Verification & Validation Plan for Class 1E
Qualified Safeguard Load Sequencer."

*  Spectrum Technologies, Inc. 91/06/01. 19pp. 58482:283-58482:301.

9107190073 Requests delay of review of proposed security plan rev.per 910222 submit-
tal.

PARKER.T.M. Northern States Power Co, 91/07/16. Document Control Branch (Doc-
ument Control Desk). 1p. 58485:066-58485:066.

9107310038 EPIPs including.Rev 16 to A.2-101, "Classification of Emergencies" & Rev
7 to A.2-702, "Response to Emergency at Prairie Island." W/910726 Itr.
FEY.F.L. Northern States Power Co. 91/07/26. 74pp. 58612:039-58612:113.

9107310095 Rev 12 to Prairie Island nuclear emergency plan.W/910726 Itr.
FEY.F.L Northern States Power Co, 91/07/26. 600pp. 58611:191-58612:038.

P. Operating license stage documents & correspondence

9107050152 Forwards application for amend to Licenses DPR-42 & DPR-60, requesting
revs to Tech Specs.in response to Generic Ltr 90-06, "Resolution of Generic Issue
70, 'PORV & Block Valve Relief Valves,..& Generic Issue 94....'"
PARKER.T.M. Northern States Power Co. 91/06/25. Document Control Branch (Doc-
ument Control Desk). 2pp. 58340:313-58340:349.

-9107050163 Application for amends to Licenses DPR-42 & DPR-60,revising Tech
Spec Sections 3.1.A.2.c.(1) & 3.1.A.2,c.(2) to improve reliability of pressurizer PORVs
& availability of low temp overpressure protection sys.
PARKERJ.M. Northern States Power Co, 91/06/25. 6pp. 58340:315-58340:320.

-9107050168 Proposed Tech Specs to improve reliability of PORVs & availability of low
temp overpressure protection sys.

*  Northern States Power Co. 91/06/25. 29pp. 58340:321-58340:349.

9107050172 Forwards "Praire Island Nuclear Generating Plant Core Operating Limits
Rept Unit - Cycle 15 Rev 0."

PARKERJ.M. Northern States Power Co. 91/06/25. Document Control Branch (Doc-
ument Control Desk). 1p. 58359:236-58359:267.

-9107050174 "Praire Island Nuclear Generating Plant Core Operating Limits Rept Unit
1 - Cycle 15 Rev 0."

ECKHOLT.E,, BREENEJ., PARKER.T.M. Northern States Power Co. 91/06/25. 31pp.
58359:237-58359:267.

9107020419 Notification of 910717 meeting w/util in Rockville.MD to discuss status of
ISFSI project at plant.

MASCIANTONIOA Project Directorate 111-1. 91/06/26. MARSH.LB. Project Director-
ate 111-1. 4pp, 58279:184-58279:187,

9107150347 Forwards amends 97 & 90 to licenses DPR-42 & DPR-60 & safety
evaluation.Amends revise TS section 3AA to incorporate action statement for inoper-
ability of one steam generator power operated relief valve.

MASCIANTONIO.A, Project Directorate 111-1. 91/06/26, PARKER.T.M. Northern States
Power Co. 3pp, 58429:345-58429:361.

-9107150357 Amends 97 & 90 to licenses DPR-42 & DPR-60,respectively, Amends
revise TS section 3.4.A to incorporate action statement for inoperabiltty of one steam
generator power operated relief valve,
MARSH.LB. Project Directorate 111-1. 91/06/26. 10pp. 58429:348-58429:357.

-9107150361 Safety evaluation supporting amends 90 & 97 to licenses DPR-60 & DPR-
42,respectively.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/26. 4pp,
58429:358-58429:361.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl,

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27, Consolidat-
ed Edison Co. of New York, Inc. 50pp, 58436:001-58436:051.

9107020396 Updates status of Generic Ltr 89-13, "Svc Water Sys Problems Affecting
Safety-Related Equipment"

PARKER.T.M. Northern States Power Co. 91/06/27. Document Control Branch (Doc-
ument Control Desk). 2pp. 58280:183-58280:184.

9107020436 Requests & confirms verbal commitment for assistance in performing NRC
assessment of turbine generator bearing lube oil fire hazard & potential impact on
safety related sys.

MASCIANTONIO.A, Project Directorate HI-1. 91/06/27. PARKER.T.M, Northern States
Power Co. 6pp. 58279:100-58279:105.st   820201).   91/06/21.    11pp.
